Early Voting is being provided to the voters of Herkimer County at the 
Herkimer County Office Building at 109 Mary St in Herkimer in room 301 on 
the 3 rd floor. 

The dates and times for Early Voting are as follows: 

Saturday October 26 th - 9:00AM-2:00PM 
Sunday October 27 th - 9:00AM-2:00PM 
Monday October 28 th - 9:00AM-5:00PM 
Tuesday October 29 th - 12:00PM-8:00PM 
Wednesday October 30 th - 12:00PM-8:00PM 
Thursday October 31 st - 9:00AM-5:00PM 
Friday November 1 st - 9:00AM-5:00PM 
Saturday November 2 nd - 9:00AM-2:00PM 
Sunday November 3 rd - 9:00AM-2:00PM 

If a Voter votes during the Early Voting period listed above they are not 
eligible to vote on Election Day at their respective Poll Site. 

All Registered Voters within Herkimer County are eligible to vote at this site 
during the designated hours. 

This Poll Site is accessible to voters with physical disabilities. 

If you have any questions please contact our office at 
315-867-1102 or hcboe@herkimercountv.org 



